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HIZHNI-TAGIL. Metal Combine 
Legend: 
i Five blast furnaces 
&@ Holling mill, about 3001150 fect 
3 Rolling mill, about 300x1,000 fect 
4 Foundry with operhearth plant, 
about 750 feet long W Ae 
5 Mechanical department /> hy) zt 
6 Workshop of unknown utilization 2 “x Ay y tS 
7 Power plant Lee ima a; \ 
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